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AH -#38 - Orig. 

REL - 1 
Chrono - 1 

REL/ls 


As received the iris movement of the subject device was 
unsatisfactory* It was returned to and after 

a brief discussion, they agreed to fix this difficulty. The 
item has since been returned and operates satisfactorily. It 
is anticipated the units will be turned over to TSS/PD within 
the next week or so. 
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